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9203180029 Discusses response to generic Itr 89-10,suppl 3 re consideration of results
of NRC-sponsored tests of motor- operated valves.Listed evaluation determinations
made.

MCCABE.B.C. Project Directorate 1-1. 92/03/11. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 4pp. 60962:045-60962:048.

9203190137 Submits revised application for amend to License DPR-59,per discussions
w/NRC,changing TSs associated w/visual insp of snubbers.Changes reflect Generic
Ltr 90-09 guidance.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
92/03/11. Document Control Branch (Document Control Desk). 2pp. 60998:177-
60998:186.

-9203190142 Proposed Tech Specs Pages 145b & 156 re visual insp of
snubbers.Revised safety evaluation end.

*  Power Authority of the State of New York (New York Power Authority). 92/03/11.
8pp. 60998:179-60998:186.

9203250273 Forwards safety evaluation.concluding that NRC concern about reliability of
manual bus transfers adequately resolved w/ installation of new transformer between
345 kV & 115 kV sys at facility.

MCCABE.B.C. Project Directorate 1-1. 92/03/16. BEEDLE.R.E. Power Authority of the
State of New York (New York Power Authority). 3pp. 61086:053-61086:063.

-9203250280 Safety evaluation concluding that NRC concern about reliability of manual
bus transfers adequately resolved w/ installation of new transformer between 345 kV
&115 kV sys at facility.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/16. 8pp.
61086:056-61086:063.

9203240035 Notification of significant licensee meeting 92-42 w/util on 920330 to dis-
cuss questions & comments about results improvement program.
HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/18. Region 1 (Post 820201). 3pp.
61053:123-61053:125.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities,"
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223,

9203020029 Lists fire protection documents required to review advance documents re
10CFR50,App R in preparation for 920309-22 Diagnostic Evaluation Team/Special
Inspjeam insp in area of fire protection.

BETTENBAUSEN.L Region 1 (Post 820201). 92/02/21. CONVERSE.R. Power Au-
thority of the State of New York (New York Power Authority). 4pp. 60763:357-
60763:360.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp, 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Mo Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSf.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York. Inc. 11 pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02,
Consolidated Edison Co. of New York, Inc. 6pp, 80J97:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203100231 Notification of significant licensee meeting/enforcement conference 92-032
w/util to discuss diagnostic evaluation team issues & analog transmitter trip sys
design.testing & operability issues on 920313.

HAVERKAMP.D.R. Region 1 (Post 820201). 92/03/04. Region 1 (Post 820201). 3pp.
60845:124-60845:126.

9203120241 Forwards safety insp rept 50-333/92-02 on 920113-23. Unresolved item
noted re RHRSW & ESW water strainers replacement.NRC awaits util reply by
920316,

DURR.J.P. Region 1 (Post 820201). 92/03/04. FITZPATRJCK.J. Power Authority of
the State of New York (New York Power Authority). 3pp. 60J29:348-60929:359.

-9203120253 Safety insp rept 50-333/92-02 on 920113-23.Unresolved item
noted.Major areas inspected:control of design changes &
mods.organization,engineering work backlog & review of actions on previous insp find-
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flDY.LJ.,  EAPEN.P.K.  Region   1   (Post 820201).  92/02./26.   9pp.  60929:351-
60929:359,

9203160120 Ack receipt of 920210 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-333/91-21 .NRC particularly interested in planned primary con-
tainment isolation valve assessment.

COWGILL.C.J. Region 1 (Post 820201). 92/03/05. CONVERSE.R. Power Authority of
the State of New York (New York Power Authority). 2pp. 60911:126-60911:133.

9203170108 Provides list of matl requested for upcoming safety sys functional insp of
emergency svc water sys. Matl requested by 920401.

DURR.J.P. Region 1 (Post 820201). 92/03/05. CONVERSE.R. Power Authority of the
State of New York (New York Power Authority). 4pp. 60924:117-60924:120.

9203190137 Submits revised application for amend to License DPR-59,per discussions
w/NRC,changing TSs associated w/visual insp of snubbers.Changes reflect Generic
Ltr 90-09 guidance.

BEEDLE.R.E. Power Authority of the State of New York (New York Power Authority).
92/03/11. Document Control Branch (Document Control Desk). 2pp. 60998:177-
60998:186.

-9203190142 Proposed Tech Specs Pages 145b & 156 re visual insp of
snubbers.Revised safety evaluation encl.

*  Power Authority of the State of New York (New York Power Authority). 92/03/11.
8pp. 60998:179-60998:186.

9203300111 Ack receipt of 911114 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-333/91-08 on 910425-0503.

HODGES.M.W. Region 1 (Post 820201). 92/03/17. CONVERSE.R. Power Authority of
the State of New York (New York Power Authority). 2pp. 61111:045-61111:056.

R. Periodic operating reports & related correspondence

9203020247 Forwards "JA Fitzpatrick Nuclear Power Plant Effluent & Waste Disposal
Semiannual Rept.Jul-Dec 1991." Rept includes addendum re assessment of radiation
doses due to radioactive liquid & gaseous effluents released to public in 1991.
CONVERSE.R. Power Authority of the State of New York (New York Power Authority).
92/02/26. MARTIN.T.T. Region 1 (Post 820201). 1p. 60783:071-60783:109.

-9203020249 "JA Fitzpatrick Nuclear Power Plant Effluent & Waste Disposal Semiannu-
al Rept.Jul-Dec 1991."

*  Power Authority of the State of New York (New York Power Authority). 91/12/31.
38pp. 60783:072-60783:109.

9203060242 Forwards fitness-for-duty program performance repts for Jul-Dec 1991,per
10CFR26.71(d).

BEEDLE.R. Power Authority of the State of New York (New York Power Authority).
92/02/28. Document Control Branch (Document Control Desk). 10pp. 60867:136-
60867:145.

S. Reportable occurrences, LERs & related correspondence

9203030061 LER 92-007-00:on 920123,excessive time delay noted during surveillance
of analog transmitter trip sys.Caused by coil spool debris inhibiting relay plunger
movement.Relays will be replaced w/spares from stock.W/920225 Itr.
CONVERSED.! Power Authority of the State of New York (New York Power Author-
ity). 92/02/24. 6pp. 60392:022-60392:027.

9203040264 LER 92-008-00:on 920129,during cold shutdown.containment isolation
valve stem packing not subjected to LLRT following valve maintenance.Caused by
construction design error.Audit w/corrective actions to be submitted by 920630.W/
920228 Itr.

CHILDS.W.V., CONVERSE.R.J. Power Authority of the State of New York (New York
Power Authority). 92/02/28. 5pp. 60936:302-60936:306.

9203120102 LER 92-009-00:on 920205,discovered that certain accident monitoring &
safety parameter display sys data input instrumentation did not include dummy
modules.Dummy modules & other parts will be installed before startup.W/920306 Itr.
CHILDS.W.V., CONVERSE.RJ. Power Authority of the State of New York (New York
Power Authority). 92/03/06. 6pp. 60949:024-60949:029.

9203180032 LER 92-010-00:on 920210.roving fire watch patrols missed for six
hours.Caused by personnel error.Fire watch patrol was performed immediately upon
discovery of problem.Replacement fire watch supervisor hired & trained.W/920311 Itr.
CHILDS.W.V., CONVERSE.RJ. Power Authority of the State of New York (New York
Power Authority). 92/03/11. 5pp. 60997:200-60997:204.

9203270038 LER 92-011-00:on 920221 & 0303,while in cold shutdown.fire protection
features obstructed by scaffolding.Caused by inadequate supervision of
installation.Personnel counselled w/emphasis on correct scaffold erection.W/920323
Itr.

FITZGERALD.J.. CONVERSE.R.J. Power Authority of the State of New York (New
York Power Authority). 92/03/23. 5pp. 61224:303-61224:307.

9203270269 LER 92-012-00:on 920224,determined that normal closed position of RHR/
LPCI pump min flow valves could result in failure of pump.Caused by improper posi-
tioning of RHR valves.Valve position changed to open.W/920323 Itr.
GRADY.M., CONVERSE.R.J. Power Authority of the State of New York (New York
Power Authority). 92/03/23. 5pp. 61224:328-61224:332.

V. Operator Examinations

9203090043 Discusses exam forms.answer keys & results summary for 920205 generic
fundamentals exam section of written operator licensing exam.W/o encl.
BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. CATELLA.F. Power Authority
of the State of New York (New York Power Authority). 2pp. 60832:223-60832:224.
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